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PART III 

Factories and Boilers Department 


NOTIFICATION 

Boiler Operation Engineer Compentency 
Examination-2017 

No. T3/5948/2015/F&B. 21st March 2018. 

The candidates with the following Register Numbers 
are declared passed in the Boiler Operation Engineer 
Competency Examination-2017 in which Written and 
Drawing Examination were conducted at Rajiv Gandhi 
Institute of Technology, Nedumkuzhy, Vellore, Pampady, 
Kottayam-686 501 on 20-1-2018 & 21-1-2018 and Oral & 
Practical Examination at M/s Phillips Carbon Black Ltd., 
Brahmapuram P. O. Karimugal, Kochi-682 303 on 12-3-2018 
& 13-3-2018. 



Register Numbers 



170001 

170002 

170004 

170006 

170007 

170011 

170012 

170014 

170017 

170019 

170021 

170024 

170029 

170030 

170031 

170036 

170039 

170042 

170043 

170044 

170046 

170047 

170048 

170050 

170053 

170054 

170056 

170058 

170061 

170062 

170064 

170065 

170073 

170075 

170076 

170081 

170085 

170086 

170089 

170091 

170092 

170093 

170099 

170106 

170108 

170109 

170118 

170123 

170139 

170145 
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